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Lifesaving Guide to Good Water, 199 
Cohen, Carl I., and Jay Sokolovksy: 
Old Men of the Bowery: Strategies for 
Survival among the Homeless, 9 
Cohen, Sherrill, and Nadine Taub (Eds.): 
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Jones: 
The Shortgrass Prairie, 15 

Cutchins, Judy, and Ginny Johnston: 
Scoots the Bog Turtle, 83 

Cutnell, John D., and Kenneth W. 
Johnson: 
Physics, 195 
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Dowie, Mark: 
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and Judith E. Boss: 
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Edey, Maitland A., and Donaid C. 
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Ephron, Larry: 
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(Eds.): 
Toward a National Policy on Drug and 
AIDS Testing, 120 
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Gay, Kathlyn: 
Ozone, 254 
Gehrels, Tom: 
On the Glassy Sea: An Astronomer’ s 
Journey, 122 
Giacoma, Cristina: 
Australia, 89 
Gibbons, Gail: 
Prehistoric Animals, 36 
Gilbert, Susan: 
Medical Fakes and Frauds, 67 
Gilfillan, Merrill: 
Magpie Rising: Sketches from the Great 
Plains, 68 
Gillespie, Susan D.: 
The Aztec Kings: The Construction of 
Rulership in Mexica History, 252 
Gillette, David D., and Martin G. 
Lockley (Eds.): 
Dinosaur Tracks and Traces, 202 
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Gingerich, Owen: 
Album of Science: The Physical 
Sciences in the Twentieth Century, 256 
Glass, James M.: 
Private Terror/Public Life: Psychosis 
and the Politics of Community, 235 
Godschalk, David R., David J. Brower, 
and Timothy Beatley: 
Catastrophic Coastal Storms: Hazard 
Mitigation and Development 
Management, 124 
Goran, Morris: 
The Dangerous Ideas of Science, 121 
Gould, James L., and Carol Grant: 
Sexual Selection, 246 


Gradwohl, Judith, and Russell Greenberg: 


Saving the Tropical Forests, 22 
Graf, Mike: 

The Weather Report: Lesson Plans, 

Worksheets, and Experiments, 124 
Grafen, Alan (Ed.): 

Evolution and its Influence, 246 
Graham-Smith, Francis, and Bernard 

Lovell: 

Pathways to the Universe, 26 
Graubard, Stephen R. (Ed.): 

The Artificial Intelligence Debate: False 

Starts, Real Foundations, 3 
Grauer, Neil: 

Medicine and the Law, 260 
Gravelle, Karen, and Charles Haskins: 

Teenagers Face to Face with 

Bereavement, 206 


Grayson, Paul A., and Kate Cauley (Eds.): 


College Psychotherapy, 235 

Griffin, Sandra Ure: 
Earth Circles, 82 

Grossinger, Richard: 
The Night Sky: The Science and 
Anthropology of the Stars and Planets, 
13 

Group for the Advancement of 
Psychiatry: 
How Old is Old Enough? The Ages of 
Rights and Responsibilities, 198 

Grumet, Robert S.: 
The Lenapes, 263 

Gussow, Zachary: 
Leprosy, Racism, and Public Health: 
Social Policy in Chronic Disease 
Control, 62 

Gutkind, Lee: 
Many Sleepless Nights: The World of 
Organ Transplantation, 18 


Hales, Dianne: 
Depression, 198 + Pregnancy and 
Birth, 67 
Hall, James A.: 
Hypnosis: A Jungian Perspective, 249 
Halton, Cheryl Mays: 
Those Amazing Leeches, 213 


Hampson, Fen Osler: 
Unguided Missiles: How America Buys 
Its Weapons, 200 
Haraway, Donna: 
Primate Visions: Gender, Race, and 
Nature in the World of Modern 
Science, 121 
Harlan, Judith: 
Sounding the Alarm: A Biography of 
Rachel Carson, 271 
Harnly, Caroline D.: 
Agent Orange and Vietnam: An 
Annotated Bibliography, 9 
Harrison, Virginia: 
The World of Dragonflies, 38 
Hart, George: 
Ancient Egypt, 271 
Haugeland, John: 
Artificial Intelligence: The Very Idea, 59 
Hausherr, Rosmarie: 
Children and the AIDS Virus: A Book 
for Children, Parents, & Teachers, 87 
Havens, Leston: 
A Safe Place: Laying the Groundwork 
of Psychotherapy, 236 
Hawcock, David: 
Paper Dinosaurs, 36 
Hein, Karen, and Theresa Foy 
DiGeronimo, and the Editors of 
Consumer Reports Books: 
AIDS: Trading Fears for Facts, A 
Guide for Teens, 135 
Heinrich, Bernd: 
Ravens in Winter, 258 
Held, Gilbert: 
Communicating with the IBM PC 
Series: Concepts, Hardware, Software, 
Networking, 3 
Heltne, Paul G., and Linda A. Marquardt 
(Eds.): 
Understanding Chimpanzees, 248 
Henry, Lucia Kemp: 
Science and Ourselves: Worksheets and 
Activities to Explore the Human Body, 
32 + Science in Special Places: 
Worksheets and Activities to Explore 
Animal Habitats, 32 + Science 
Through the Seasons: Worksheets and 
Activities to Explore the Four Seasons, 
33 
Henwood, Chris: 
Earthworms, 39 + Snails and Slugs, 39 
Herberman, Ethan: 
The City Kid’ s Field Guide, 258 
Herda, D. J.: 
Cancer, 262 
Hiller, Ilo: 
Introducing Birds to Young Naturalists, 
213 
Hines, Anna Grossmickle: 
Sky All Around, 79 
Hobson, J. Allan: 
Sleep, 128 
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Hodges, Elaine R. S. (Ed.): 
The Guild Handbook of Scientific 
Illustration, 242 
Hoffman, Antoni: 
Arguments on Evolution: A 
Paleontologist’ s Perspective, 15 
Hoffman, Edward: 
The Right to be Human: A Biography 
of Abraham Maslow, 6 
Hoffman, Jane: 
Backyard Scientist, Series 2,77 
Hoig, Stan: 
The Cheyenne, 31 
Holden, L. Dwight: 
Gran-Gran’ s Best Trick: A Story For 
Children Who Have Lost Someone 
They Love, 265 
Holt, John: 
Learning All the Time, 241 
Holtzman, Neil A.: 
Proceed with Caution: Predicting 
Genetic Risks in the Recombinant 
DNA Era, 249 
Hornyak, Lynne M., and Ellen K. Baker 
(Eds.): 
Experiential Therapies for Eating 
Disorders, 236 
Horvatic, Anne: 
Simple Machines, 35 
Hough, Belva Lightner: 
Here’ s Help! to Correlate Art and 
Science, 32 
Howse, Derek: 
Nevil Maskelyne: The Seaman’ s 
Astronomer, 251 
Hoxie, Frederick E.: 
The Crow, 263 
Hughes, R.LG.: 
The Structure and Interpretation of 
Quantum Mechanics, 64 
Hughes, Thomas P.: 
American Genesis: A Century of 
Invention and Technological 
Enthusiasm: 1870-1970, 135 
Hunken, Jorie, and the New England 
Wildflower Society: 
Botany for All Ages: Learning about 
Nature through Activities Using Plants, 
126 
Hunt, Garry, and Patrick Moore: 
Atlas of Uranus, 13 
Hunt, Harry T.: 
The Multiplicity of Dreams: Memory, 
Imagination and Consciousness, 198 
Hunt, V. Daniel: 
Superconductivity Sourcebook, 64 
Huntley, Beth: 
Amazon Adventure, 77 
Hurt, C. D.: 
Information Sources in Science and 
Technology, 20 
Hyman, Anthony (Ed.): 
Science and Reform: Selected Works of 
Charles Babbage, 122 
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Hyman, Ray: 
The Elusive Quarry: A Scientific 
Appraisal of Psychical Research, 198 
Hynes, Angela: 
Puberty: An Illustrated Manual for 
Parents and Daughters, 128 


Inaba, Darryl S., and William E. Cohen: 
Uppers, Downers, All Arounders, 136 
Ingram, Jay: 
Twins, 87 
Ireland, Karin: 
Albert Einstein, 263 
Irwin, James: 
Destination: Moon, 210 


Jackson, Julia A.: 
Gemstones: Treasures From the Earth’ s 
Crust, 82 

Jacobs, Linda: 
Letting Off Steam: The Story of 
Geothermal Energy, 211 

Jennings, Terry: 
Bouncing and Rolling, 33 + Floating 
and Sinking, 33 + Seeds, 37 

Jensen, Antony, and Stephen Bolt: 
Undersea Mission, 82 

Johanson, Sue: 
Talk Sex, 136 

Johnson, Rebecca L.: 
The Secret Language: Pheromones in 
the Animal World, 27 

Johnson, Sylvia A.: 
Elephant Seals, 39 + Hermit Crabs, 268 

Jonas, Gerald: 
The Circuit Riders: Rockefeller Money 
and the Rise of Modern Science, 202 

Jordanova, Ludmilla: 
Sexual Visions: Images of Gender in 
Science and Medicine between the 
Eighteenth and Twentieth Centuries, 
128 

Juma, Calestous: 
The Gene Hunters: Biotechnology and 
the Scramble for Seeds, 251 


Kagan, Jerome: 
Unstable Ideas: Temperament, Cogni- 
tion, and Self, 6 
Kamen, Gloria: 
“‘Paddle,’’ Said the Swan, 83 
Kaufmann, John: 
Voyager: Flight Around the World, 89 
Kelley, Kevin W. (Ed.): 
The Home Planet, 35 
Kelly, James L., et al.: 
Biology: A Personalized Approach, 173 
Kelly, Lawrence D.: 
Federal Indian Policy, 264 
Kerlinger, Paul: 
Flight Strategies of Migrating Hawks, 
127 
Kerrins, Joseph, and George W. Jacobs: 
The AIDS File, 2nd ed., 262 


Kerrod, Robin: 
Mammals: Primates, Insect-Eaters and 
Baleen Whales, 73 + Spacecraft, 88 
Kettelkamp, Larry: 
Computer Graphics: How It Works, 
What It Does, 130 
Killion, Bette: 
The Apartment House Tree, 213 
Kincher, Jonni: 
Dreams Can Help, 32 
Kizp, David L., et al.: 
Learning by Heart: AIDS and 
Schoolchildren in America’ s 
Communities, 239 
Kittredge, Mary: 
Headaches, 128 + The Respiratory 
System, 29 
Klitzman, Robert: 
A Year-long Night: Tales of a Medical 
Internship, 18 
Klivington, Kenneth A..: 
The Science of Mind, 236 
Knox, Jean McBee: 
Learning Disabilities, 136 
Koch, Christof, And Idan Segev (Eds.): 
Methods in Neuronal Modeling: From 
Synapses to Networks, 247 
Koral, April: 
Our Global Greenhouse, 265 
Kornberg, Arthur: 
For the Love of Enzymes: The Odyssey 
of a Biochemist, 16 
Kostyal, K. M.: 
Animals at Play, 39 
Kowal, Charles T.: 
Asteroids: Their Nature and Utilization, 
13 
Kraegel, Janet, And Mary Kachoyeanos: 
*‘Just a Nurse’ : From Clinic to 
Hospital Ward, Battleground to Cancer 
Unit—The Hearts and Minds of Nurses 
Today, 249 
Kramer, David C.: 
Animals in the Classroom: Selection, 
Care, and Observations, 27 
Krishtalka, Leonard: 
Dinosaur Plots & Other Intrigues in 
Natural History, 72 
Krupp, E. C.: 
The Big Dipper and You, 265 
Kusinitz, Marc: 
Drug Use around the World, 22 


LaBonte, Gail: 
The Arctic Fox, 39 + The Llama, 39 
Lacey, Elizabeth A.: 
The Complete Frog: A Guide for the 
Very Young Naturalist, 39 
Lachterman, David Rapport: 
The Ethics of Geometry: A Genealogy 
of Modernity, 243 
Lafferty, Peter: 
Magnets to Generaiors, 257 





Lambert, David: 
Earth Sciences on File, 26 + The Field 
Guide to Geology, 71 

Lampton, Christopher F.: 
Superconductors, 132 

Lampton, Christopher: 
New Theories on the Origins of the 
Human Race, 258 + Predicting AIDS 
and Other Epidemics, 255 

Langhorne, Mary Jo, et al.: 
Teaching with Computers: A New 
Menu for the '90s, 241 

Langone, John: 
Superconductivity: The New Alchemy, 
132 

Lauber, Patricia: 
The News about Dinosaurs, 82 + 
Voyagers from Space: Meteors and 
Meteorites, 79 

Lavies, Bianca: 
Lily Pad Pond, 39 + Tree Trunk 
Traffic, 40 

Lecarme, Olivier, Mireille Pellissier Gart, 
and Mitchell Gart: 
Software Portability with 
Microcomputer Issues, expanded ed., 
234 

Lederman, Leon M., and David N. 
Schramm: 
From Quarks to the Cosmos: Tools of 
Discovery, 244 

Leigh, Julia, and David Savold (Eds.): 
The Day that Lightning Chased the 
Housewife . . . and Other Mysteries of 
Science, 24 

Lerner, Carol: 
Plant Families, 37 

Lerner, Harriet Goldhor: 
The Dance of Intimacy: A Woman’ s 
Guide to Courageous Acts of Change 
in Key Relationships, 59 

Leroi-Gourhan, Andre, and translated by 
Claire Jacobson: 
The Hunters of Prehistory, 75 

Levine, Sy: 
Integrated Circuits and Computer 
Concepts, Vol. 3, 209 

Lightfoot, Sara Lawrence: 
Balm in Gilead: Journey of a Healer, 18 

Lindsay, Jeanne Warren: 
Parents, Pregnant Teens and the 
Adoption Option: Help for Families, 9 

Lindzey, Gardner (Ed.): 
A Hisiory of Psychology in 
Autobiography, Vol 3, 252 

Littler, Diane Scullion, et al.: 
Marine Plants of the Caribbean: A 
Field Guide from Florida to Brazil, 126 

Lockwood, C. C.: 
The Yucatan Peninsula, 251 

Lowery, Lawrence, and Carol Verbeeck: 
The Big Fearon Book of Doing 
Science: Exploration and Adventures in 
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Life, Earth, and Physical Sciences for 
Grades 1-6, 33 

Lyons, Janet, and Sandra Jordan: 
Walking the Wetlands: A Hiker’s Guide 
to Common Plants and Animals of 
Marshes, Bogs, and Swamps, 247 


MacPherson, Mary: 
BirdWatch: A Young Person’ s Introduc- 
tion to Birding, 213 

Madge, Steve, and Hilary Burn: 
Waterfowl: An Identification Guide to 
the Ducks, Geese and Swans of the 
World, 127 

Maffei, Paolo, and translated by Mirella 
Giacconi: 
The Universe in Time, 244 

Magill, Frank N. (Ed.): 
Magill’ s Survey of Science: Space 
Exploration Series, Vol. 1-5, 129 + 
The Nobel Prize Winners: Physics, Vol. 
1-3, 257 

Malinowsky, H. Robert, and Gerald J. 
Perry: 
AIDS: Information Sourcebook, 2nd 
Edition 1989-90, 239 

Mallory, Kenneth, and Andrea Conley: 
Rescue of the Stranded Whales, 42 

Manzini, Ezio, and translated by Antony 
Shugaar: 
The Material of invention: Materials 
and Design, 259 

Markle, Sandra: 
Power Up: Experiments, Puzzles, and 
Games Exploring Electricity, 265 

Marrs, Texe W.: 
Careers with Robots, 30 

Marsh, Carole S.: 
Sex Stuff for Kids 7-17: A Book of 
Practical Information & Ideas for Kids, 
Parents & Teachers, 29 

Martin, Laurence W.: 
Nuclear Warfare, 70 

Marx, Jean L. (Ed.): 
A Revolution in Biotechnology, 126 

Mathews, Jay: 
Escalante: The Best Teacher in 
America, 10 

Matiella, Ana Consuelo: 
Saturday Night Special, 74 

Matthews, Downs: 
Polar Bear Cubs, 83 

Mattison, Chris: 
Lizards of the World, 204 

McCain, Morris: 
Understanding Arms Control: The 
Options, 130 

McCauley, Jane R.: 
Animals in Summer, 40 + Let’ s 
Explore a River, 34 

McCormick, John: 
Reclaiming Paradise: The Global 
Environmental Movement, 119 


McGowen, Tom: 
Chemistry: The Birth of a Science, 210 
McGrath, Susan: 
The Amazing Things Animals Do, 259 
McLaughlin, Molly: 
Dragonflies, 268 
McMullan, Kate: 
Dinosaur Hunters, 145 
McVey, Vicki: 
The Sierra Club Wayfinding Book, 262 
Mercer, Ian: 
Oils, 207 
Merriman, Nick: 
Early Humans, 138 
Meyerson, A. Lee: 
Seawater: A Delicate Balance, 26 
Michels, Tilde, and translated by Nina 
Ignatowicz: 
At the Frog Pond, 40 
Millar, David, et al.: 
Chambers Concise Dictionary of 
Scientists, 256 
Miller, Christina G., and Louise A. Berry: 
Coastal Rescue: Preserving Our 
Seashores, 76 
Mills, George, and John’ Aitken: 
Scientific Problem Solving: An 
Introduction to Technology, 24 
Milton, Joyce: 
Whales: The Gentle Giants, 86 
Milunsky, Aubrey: 
Choices, Not Changes: An Essential 
Guide to Your Heredity and Health, 18 
Moe, Martin A.., Jr.: 
The Marine Aquarium Reference: 
Systems and Invertebrates, 247 
Molnar, Joseph J., and Henry Kinnucan 
(Eds.): 
Biotechnology and the New 
Agricultural Revolution, 68 
Monti, Peter M., et al.: 
Treating Alcohol Dependence: A 
Coping Skills Training Guide, 250 
Moore, David S., and George P. 
McCabe: 
Introduction to the Practice of 
Statistics, 12 
Moore, Patrick: 
The Planet Neptune, 63 
Morawski, Jill G. (Ed.): 
The Rise of Experimentation in 
American Psychology, 7 
Morone, Joseph G., and Edward J. 
Woodhouse: 
The Demise of Nuclear Energy? 
Lessons for Democratic Control of 
Technology, 10 
Motz, Lloyd, and Jefferson Hane 
Weaver: 
The Story of Physics, 244 + The 
Unfolding Universe: A Stellar Journey, 
122 
Mountfort, Guy: 
Rare Birds of the World, 127 


Science Books & Films 





Munro, Roxie: 
Blimps, 88 
Murray, Charles, and Catherine Bly Cox: 
Apollo: The Race to the Moon, 251 
Murrow, Liza Ketchum: 
Lolly Cochran: Veterinarian, 88 + 
Susan Humphris: Geologist, 82 


National Academy of Sciences: 
Allied Health Services: Avoiding Crises, 
250 
National Geographic Society: 
Animal Homes, 268 + Animals 
Showing Off, 40 + Creatures of Long 
Ago: Dinosaurs, 36 + Explore a 
Tropical Forest, 269 + Inventors and 
Discoverers: Changing Our World, 41 
National Research Council: 
Everybody Counts: A Report to the 
Nation on the’ Future of Mathematics 
Education, 12 
Nelson, Katherine (Ed.): 
Narratives From the Crib, 241 
Netter, Frank H.: 
Atlas of Human Anatomy, 250 
Neuman, Pearl: 
When Winter Comes, 145 
Newsday: 
Rush to Burn: Solving America’ s 
Garbage Crisis? ,239 
Newton, David E.: 
Particle Accelerators: From the 
Cyclotron to the Superconducting Super 
Collider, 208 
Newton, Jack, and Philip Teece: 
The Guide to Amateur Astronomy, 256 
Nichol, John: 
Bites and Stings: The World of 
Venomous Animals, 66 
Nichols, Eve K..: 
Mobilizing Against AIDS, revised and 
enlarged ed., 74 
Nickerson, Raymond S., and Philip P. 
Zodhiates (Eds.): 
Technology in Education: Looking 
Toward 2020, 10 
Norman, David, and Angela Milner: 
Dinosaur, 266 
Norsgaard, E. Jaediker: 
How to Raise Butterflies, 42 
Norwood, Nancy Stalnaker (Ed.): 
Integrating Elements: Creative 
Approaches to Video and Computer 
Imagery in Education, 121 
Nourse, Alan E.: 
AIDS, revised ed., 136 + Birth Control, 
29 + Radio Astronomy, 256 
Numbers, Ronald L., and Todd L. Savitt 
(Eds.): 
Science and Medicine in the Old South, 
252 
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O’Byme-Pelham, Fran, and Bernadette 
Balcer: 
The Search for the Atocha Treasure, 31 
Oates, David: 
Earth Rising, 73 
Odum, Eugene P.: 
Ecology and Our Endangered Life- 
Support Systems, 16 
Ohanian, Hans C-.: 
Physics, 2nd ed., 189 
Oldfield, Margery L.: 
The Value of Conserving Genetic 
Resources, 132 
Ontario Science Centre: 
Sportworks: More than 50 Fun Games 
and Activities that Explore the Science 
of Sports, 71 
Opler, Paul A.: 
Butterflies of Eastern North America, 
213 
Orii, Eiji and Masako: 
Circles,78 + Light, 81 + Marbles, 81 
+ Optical Illusions, 76 + Ping-Pong 
Balls, 81 + Straws,77 + Water, 81 
Ornstein, Robert, and Paul Ehrlich: 
New World, New Mind: Moving toward 
Conscious Evolution, 200 
Oryx Press: 
Drug, Alcohol, and Other Addictions: 
A Directory of Treatment Centers and 
Prevention Programs Nationwide, 62 
Otte, Daniel, And John A. Endler (Eds.): 
Speciation and Its Consequences, 247 
Oxford Scicutific Films: 
Side by Side, 36 


Paehlke, Robert C.: 
Environmentalism and the Future of 
Progressive Politics,62 
Pallotta, Jerry: 
The Yucky Reptile Alphabet Book, 269 
Palmer, Larry L: 
Law, Medicine, and Social Justice, 120 
Pandolfi, Massimo: 
Equatorial Africa, 36 
Park, Chris C.: 
Acid Rain: Rheioric and Reality, 200 
Parker, Barry: 
Invisible Matter and the Fate of the 
Universe, 123 
Parker, Philip: 
The Life Cycle of a Sunflower, 37 
Parker, Steve: 
Mammal, 146 + Seashore, 259 
Parker, Sybil P. (Ed.): 
Fluid Mechanics Source Book, 64 + 
McGraw-Hill Concise Encyclopedia of 
Science & Technology, 2nd ed., 130+ 
McGraw-Hill Dictionary of Scientific 
and Technical Terms, 4th ed., 11 + 
Optics Source Book, 14 
Parnall, Peter: 
Feet!,40 


Patent, Dorothy Hinshaw: 
Looking at Dolphins and Porpoises, 86 
+ Where the Wild Horses Roam, 88 
Paulos, John Allen: 
Innumeracy: Mathematical Illiteracy 
and Its Consequences, 25 
Paustenbach, Dennis J. (Ed.): 
The Risk Assessment of Environmental 
Hazards: A Textbook of Case Studies, 
240 
Pellowski, Michael J.: 
What's It Like to Be a . . . Forest 
Ranger, 42 
Pelta, Kathy: 
Alexander Graham Bell, 263 
Pembleton, Seliesa: 
The Pileated Woodpecker, 40 
Pentz, Lundy: 
The Biolab Book, 2nd ed., 204 
Penzias, Amo: 
Ideas and Information: Managing in a 
High-Tech World, 21 
Perdue, Peggy K.: 
Small Wonders: Hands-on Science 
Activities for Young Children, 34 
Peters, David: 
A Gallery of Dinosaurs and Other 
Early Reptiles, 266 
Peters, Lisa Westberg: 
The Sun, the Wind and the Rain, 35 
Petersen, Sheila: 
A Special Way to Care, 62 
Phillips, Adam: 
Winnicott, 7 
Phillips, Pamela: 
The Great Ridley Rescue, 30 
Piaget, Jean, and Rolando Garcia, and 
translated by Helga Feider: 
Psychogenesis and the History of 
Science, 122 
Pluckrose, Henry: 
Capacity, 34 
Porter Ill, Frank W.: 
The Coast Salish Peoples, 264 
Posner, Michael I. (Ed.): 
The Foundations of Cognitive Science, 
236 
Potter, Loren D., and Charles L. Drake: 
Lake Powell: Virgin Flow to Dynamo, 
119 
Preiss, Byron (Ed.): 
The Microverse, 244 
Price, David: 
Before the Bulldozer: The Nambiquara 
Indians and the World Bank, 296 
Price, Monroe: 
Shattered Mirrors: Our Search for 
Identity and Community in the AIDS 
Era, 240 
Pringle, Laurence: 
Living in a Risky World, 70 > Saving 
Our Wildlife, 238 





Putnam, Frank W.: 
Diagnosis and Treatment of Multiple 
Personality Disorder, 116 


R.R. Bowker: 
Directory of American Research and 
Technology, 1989: Organizations Active 
in Product Development for Business, 
23rd ed., 4 
Rabe, Berniece: 
Where’ s Chimpy?, 32 
Radner, Daisie and Michael: 
Animal Consciousness, 199 
Rajaraman, Dharma: 
Computer—A Child’ s Play, 144 
Ramsay, Allan: 
Formal Methods in Artificial 
Intelligence, 3 
Ramsey, James: 
Winter Watch, 75 
Rathbun, Elizabeth: 
Exploring Your Solar System, 210 
Raven, Peter H., and George B. Johnson: 
Biology, 2nd ed., 175 
Rayner, Claire: 
The Don’t Spoil Your Body Book, 270 
Reed, Don C.: 
The Dolphins and Me, 40 
Reed, George: 
Dark Sky Legacy: The Influence of 
Astronomy on Culture, 244 
Reid, William H..: 
The Treatment of Psychiatric Disorders, 
revised for the DSM-III-R, 18 
Riha, Susanne: 
Animals in Winter, 213 
Ringholz, Raye C.: 
Uranium Frenzy: Boom and Bust on 
the Colorado Plateau, 61 
Roberts, Royston M.: 
Serendipity: Accidental Discoveries in 
Science, 208 
Robinson, Sandra Chisholm: 
The Wonder of Wolves: A Story & 
Activities, 146 
Rogers, Fred: 
Going to the Hospital, 42 
Roop, Peter and Connie: 
Seasons of the Cranes, 86 
Root, Terry: 
Atlas of Wintering North American 
Birds: An Analysis of Christmas Bird 
Count Data, 17 
Root-Bernstein, Robert Scott: 
Discovering, 242 
Rosaldo, Renato: 
Culture & Truth: The Remaking of 
Social Analysis, 9 
Rosenberg, Norman J., et al. (Eds.): 
Greenhouse Warming: Abatement and 
Adaptation, 238 
Ross, Charles A. (Ed.): 
Crocodiles and Alligators, 259 


Rothman, Tony: 
Science a la Mode: Physical Fashions 
and Fictions, 11 
Rubinger, Bruce: 
Applied Artificial Intelligence in Japan, 
59 
Ruse, Michael: 
The Darwinian Paradigm: Essays on 
Its History, Philosophy and Religious 
Implications, 16 
Russett, Cynthia Eagle: 
Sexual Science: The Victorian 
Construction of Womanhood, 118 
Ryan, Elizabeth A.: 
Straight Talk about Drugs and Alcohol, 
22 + Straight Talk about Parents, 206 
Ryder, Joanne: 
Catching the Wind, 269 + White Bear, 
Ice Bear, 86 


Sagan, Scott D.: 
Moving Targets: Nuclear Strategy and 
National Security, 118 
Salisbury, Mike: 
Arctic Expedition, 89 
Salvaggio, Jerry L. (Ed.): 
The Information Society: Economic, 
Social, and Structural Issues, 238 
Sanders, Jacquelyn Seevak: 
A Greenhouse for the Mind, 7 
Sattler, Helen Roney: 
The Book of Eagles, 269 + 
Tyrannosaurus Rex and Its Kin: The 
Mesozoic Monsters, 36 
Schechter, Bruce: 
The Path of No Resistance: The Story 
of the Revolution in Superconductivity, 
132 
Schiebinger, Londa: 
The Mind Has No Sex? Women in the 
Origins of Modern Science, 118 
Schmandt, Jurgen, Judith Clarkson, and 
Hilliard Roderick (Eds.): 
Acid Rain and Friendly Neighbors: The 
Policy Dispute Between Canada and 
the United States, 60 
Schneider, Herman, and Leo Schneider: 
The Harper Dictionary of Science in 
Everyday Language, 24 
Schnieper, Claudia: 
Amazing Spiders, 269 + Chameleons, 
269 
Schofield, Janice: 
Discovering Wild Plants: Alaska, 
Western Canada, The Northwest, 126 
Schwartz, David M.: 
The Hidden Life of the Forest, 37 + If 
You Made a Million, 78 
Scott, Douglas D., et al.: 
Archaeological Perspectives on The 
Battle of The Little Bighorn, 252 
Scott, W. B. and M. G.: 
Atlantic Fishes of Canada, 17 


Seddon, Tony: 
Animal Vision, 38 

Seixas, Judith S.: 
Living with a Parent Who Takes Drugs, 
207 

Seligman, Milton, and Rosalyn Benjamin 
Darling: 
Ordinary Families, Special Children: A 
Systems Approach to Childhood 
Disability, 240 

Selsam, Millicent E., and Joyce Hunt: 
A First Look at Animals with Horns, 41 

Shakhashiri, Bassam Z.: 
Chemical Demonstrations: A 
Handbook for Teachers of Chemistry, 
Vol 3, 124 

Shapiro, Edward S.: 
Academic Skills Problems: Direct 
Assessment and Intervention, 62 

Sharp, J. T., I. Gosney, and A. G. 
Rowley: 
Practical Organic Chemistry: A Student 
Handbook of Techniques, 245 

Sharples, Mike, et al.: 
Computers and Thought: A Practical 
Introduction to Artificial Intelligence, 
234 

Sheldon, Thomas: 
Introducing PC-DOS and MS-DOS, 
2nd ed., 254 

Sherman, Chris (Ed.): 
The CD ROM Handbook, 3 

Shipman, Harry L.: 
Humans in Space: 21st Century 
Frontiers, 30 

Silverstein, Alvin and Virginia B.: 
Glasses and Contact Lenses: Your 
Guide to Eyes, Eyewear, and Eye Care, 
29 

Silverstein, Alvin and Virginia: 
Genes, Medicine, and You, 209 

Simmons, William S.: 
The Narragansett, 143 

Simon, Denis Fred, and Merle Goldman 
(Eds.): 
Science and Technology in Post-Mao 
China, 242 

Simon, Seymour: 
Storms, 35 

Skinner, Brian J., and Stephen C. Porter: 
The Dynamic Earth: An Introduction 
to Physical Geology, 72 

Smith, Howard E.., Jr.: 
All about Arrowheads and Spear 
Points, 89 

Smith, James T.: 
Advanced Turbo C, 234 

Smith, Jillyn: 
Senses and Sensibilities, 128 

Smith, John Maynard: 
Did Darwin Get it Right? Essays on 
Games, Sex and Evolution, 17 
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Smith, Raoul: 
The Facts on File Dictionary of 
Artificial Intelligence, 3 

Smith, Richard M.: 
Wild Plants of America: A Select Guide 
for the Naturalist and Traveler, 248 

Snow, Dean R..: 
The Archaeology of North America, 31 
+ The Archaeology of North America, 
143 

Song, Shin-min, and Kenneth J. Waldron: 
Machines That Walk: The Adaptive 
Suspension Vehicle, 67 

Sparks, John, and Tony Soper: 
Owls: Their Natural and Unnatural 
History, 2nd ed., 248 

Spence, Annette: 
Human Sexuality, 271 + Substance 
Abuse, 262 

Spencer, Donald D.: 
Exploring Number Theory with 
Microcomputers, 25 

Sprent, Peter: 
Taking Risks: The Science of 
Uncertainty, 237 

Springer, Victor G., and Joy P. Gold: 
Sharks in Question: The Smithsonian 
Answer Book, 28 

Spurgeon, Richard: 
Ecology, 145 

Srogi, Leeann: 
Rocks and Minerals, 144 

Sroka, Stephen R.: 
Educator’ s Guide to AIDS and other 
STD’ s, 88 

Stall, Chris: 
Animal Tracks of New England, 214 + 
Animal Tracks of the Great Lakes 
States, 214 Animal Tracks of the 
Mid-Atlantic States, 214 + Animal 
Tracks of the Rocky Mountains, 214 

Stare, Fredrick J., Robert E. Olson, and 
Elizabeth M. Whelan: 
Balanced Nutrition: Beyond the 
Cholesterol Scare, 251 

Starr, Cecie, and Ralph Taggart: 
Biology: The Unity and Diversity of 
Life, Sth ed., 177 

Stefoff, Rebecca: 
Friendship and Love, 70 

Stern, David, and Dorothy Eichorn 
(Eds.): 
Adolescence and Work: Influences of 
Social Structure, Labor Markets, and 
Culture, 199 

Stevens, Rosemary: 
In Sickness and in Wealth: American 
Hospitals in the Twentieth Century, 250 

Stewart, Ian: 
Does God Play Dice? The Mathematics 
of Chaos, 124 

Stidworthy, John: 
Mammals: The Large Plant-Eaters, 86 
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Stierlin, Helm, and Gunthard Weber: 
Unlocking the Family Door: A Systemic 
Approach to the Understanding and 
Treatment of Anorexia Nervosa, 205 

Stine, Megan, et al.: 

More Science Activities from the 
Smithsonian Institution, 34 

Stock, Michael: 

Al in Process Control, 234 

Strosberg, Martin A., I. Alan Fein, and 
James D. Carroll (Eds.): 

Rationing of Medical Care for the 
Critically Ill, 19 

Stryer, Lubert: 

Molecular Design of Life, 27 

Stunkard, Albert J., and Andrew Baum 
(Eds.): 

Eating, Sleeping, and Sex, 205 

Sullivan, George: 

Famous Blimps and Airships, 41 

Sussman, Susan, and Robert James: 
Big Friend, Little Friend: A Book about 
Symbiosis, 267 


Tanford, Charles: 
Ben Franklin Stilled the Waves, 129 
Taylor, Charles F., Jr.: 
Master Handbook of Microcomputer 
Languages, 2nd ed., 115 
Taylor, David: 
Animal Monsters: Fantasies and Facts 
of the Animal World, 269 + Animal 
Olympians: Sporting Champions of the 
Animal World, 269 
Teitelman, Robert: 
Gene Dreams: Wall Street, Academia, 
and the Rise of Biotechnology, 238 
Tejima, Keizaburo: 
Woodpecker Forest, 41 
Templeton, John M., and Robert L. 
Herrmann: 
The God Who Would be Known: 
Revelations of the Divine in 
Contemporary Science, 256 
Terry, Trevor, and Margaret Linton: 
The Life Cycle of a Butterfly, 41 
Thompson, Trisha: 
Maintaining Good Health, 136 
Thompson, Wayne C., And Steven W. 
Guerrier (Eds.): 
Space: National Programs and 
International Cooperation, 262 
Timms, Howard: 
Measuring and Computing, 256 
Tison, Annette, and Talus Taylor: 
Amazing Animal Builders, 86 + 
Animals Large and Small, 87 
Torres, George: 
Space Shuttle: The Quest Continues, 75 
Trager, Oliver (Ed.): 
AIDS: Plague or Panic? , 23 
Trefiil, James: 
Reading the Mind of God: In Search of 
the Principle of Universality, 242 


Tresselt, Alvin: 
The Rabbit Story, 214 
Trinklein, Frederick E.: 
Modern Physics, 191 
Tucker, Wallace And Karen: 
The Cosmic Inquirers: Modern 
Telescopes and Their Makers, 208 + 
The Dark Matter: Contemporary 
Science’ s Quest for the Mass Hidden in 
Our Universe, 13 
Tuttle, Merlin D.: 
America’s Neighborhood Bats, 28 
Tzimopoulos, Nicholas D.: 
Modern Chemistry, 185 


Van Dam, James W. (Ed.): 
From Particles to Plasmas: Lectures 
Honoring Marshall N. Rosenbluth, 64 
VanCleave, Janice Pratt: 
Chemistry for Every Kid: 101 Easy 
Experiments that Really Work, 81 
Vilas, Faith, Clark R. Chapman, and 
Mildred Shapley Matthews (Eds.): 
Mercury, 14 
Vyvyan, John: 
The Dark Face of Science, 118 


Wagner, Henry N.., Jr., and Linda E. 
Ketchum: 
Living with Radiation: The Risk, the 
Promise, 238 
Wallerstein, Judith S., and Sandra 
Blakeslee: 
Second Chances: Men, Women & 
Children a Decade after Divorce, 21 
Warshofsky, Fred: 
The Chip War: The Battle for the 
World of Tomorrow, 200 
Wasserman, Steven, Martin A. Smith, 
and Susan Mottu (Eds.): 
Encyclopedia of Physical Sciences and 
Engineering Information Sources, 64 
Watts, Barrie: 
Dragonfly, 214 
Webster, Linda (Ed.): 
Sexual Assault and Child Sexual 
Abuse: A National Directory of 
Victim/Survivor Services and 
Prevention Programs, 240 
Weeks, Gerald R. (Ed.): 
Treating Couples: The Intersystem 
Model of the Marriage Council of 
Philadelphia, 19 
Wegner, Daniel M.: 
White Bears and Other Unwanted 
Thoughts: Suppression, Obsession, and 
the Psychology of Mental Control, 236 
Weigelt, Johannes, and translated by 
Judith Schaefer: 
Recent Vertebrate Carcasses and Their 
Paleobiclogical Implications, 245 
Weil, John Leopold: 
Instinctual Stimulation of Children: 
From Common Practice to Child 
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Abuse. Vol 1: Clinical Findings, 117 + 
Instinctual Stimulation of Children: 
From Common Practice to Child 
Abuse. Vol 2: Clinical Cases, 117 
Weisskopf, Victor F.: 
The Privilege of Being a Physicist, 14 
Wentzel, Donat G.: 
The Restless Sun, 202 
Werskey, Gary: 
The Visible College: A Collective 
Biography of British Scientists and 
Socialists of the 1930s, 252 
Wexler, Jerome: 
Pet Mice, 87 
Whiteford, Linda M., and Marilyn L. 
Poland (Eds.): 
New Approaches to Human 
Reproduction: Social and Ethical 
Dimensions, 59 
Whittell, Giles: 
The Story of Three Whales, 87 
Whyman, Kathryn: 
Rocks and Minerals, 257 
Wiessinger, John R.: 
Bugs, Slugs, and Crayfish—Right before 
Your Eyes, 73 + Cats, Bats, and 
Bears—Right before Your Eyes, 214 
Fish, Frogs, and Snakes—Right before 
Your Eyes, 214 + Flowers, Ferns, and 
Fungi—Right before Your Eyes, 134 
Wilbraham, Antony C.., et al.: 
Addison-Wesley Chemistry, 2nd ed., 182 


Willey, Gordon Randolph: 
Portraits in American Archaeology: 
Remembrances of Some Distinguished 
Americanists, 68 
Williams, Brian: 
Under the Sea, 78 
Williams, John: 
The Life Cycle of a Rabbit, 41 
Wills, Christopher: 
The Wisdom of the Genes: New 
Pathways in Evolution, 247 
Wingfield, John C.: 
The Rocky Mountains, 89 
Winnicott, D. W.: 
Psycho-Analytic Explorations, 19 
Wittrock, Merlin C., and Frank Farley 
(Eds.): 
The Future of Educational Psychology, 
121 
Witzell, Otto W., and J.K. Lee Smith: 
Closing the Gap: Computer 
Development in the People’s Republic 
of China., 59 
Wolf, Fred Alan: 
Taking the Quantum Leap: The New 
Physics for Non-Scientists, 26 
Wright, Paul H: 
Introduction to Engineering, 30 
Wright, Robert: 
Three Scientists and Their Gods: 
Looking for Meaning in an Age of 
Information, 4 


RKilms/ Video’ Almstrips 


Wyatt, Valerie: 
Pets, 146 


Yalom, Irvin D.: 
Love’s Executioner: And Other Tales of 
Psychotherapy,236 
Yoshida, Toshi: 
Young Lions, 41 
Yost, Graham: 
Spies in the Sky, 138 
Young, Erle W. D.: 
Alpha & Omega: Ethics at the Frontiers 
of Life and Death, 8 
Young, Matt: 
The Technical Writer’ s Handbook: 
Writing with Style and Clarity, 5 
Young, Michael: 
The Metronomic Society: Natural 
Rhythms and Human Timetables, 21 
Young, Steven B.: 
To the Arctic: An Introduction to the 
Far Northern World, 24 


Zee, Anthony: 
An Old Man’ s Toy: Gravity at Work 
and Play in Einstein’ s Universe, 245 
Ziter, Cary B.: 
When Turtles Come to Town, 270 





Abraxas Communications Ltd.: 
Household Hazardous Waste Manage- 
ment, 290 

Agency for Instructional Technology: 
Protections Against Infection: The 
Inside Story of the Immune System and 
AIDS, 220 + Women in Science, 219 

AIMS Media, Inc.: 

Alcohol, Drugs, axd Kids, 46 + 
Cincinnati Bones and the Treasure of 
Health, 101 + Poisonous Plants, 159 + 
Recreational Safety, 291 + Violence in 
the Home: Living in Fear, 272 

ALA Video: 

Elementary School Librarians: Partners 
for Excellence in Science Education, 46 

Alfred Higgins Productions, Inc.: 

Drugs and Your Amazing Mind, 
revised, 101 + Liquids Can Burn, 2nd 
ed., 50 + Sex Myths and Facts, revised, 
105 + Your Skin and the Sun, 106 

Altana Films: 

A New Age for the Old, 276 + Women 
& Sexuality: A Century of Change, 274 

Ambrose Video Publishing, Inc.: 

AIDS: Everything You and Your 
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Family Need to Know ... But Were 
Afraid to Ask, 162 + Smoking: 
Everything You and Your Family Need 
to Know, 164 

American Chemical Society: 
Plastic Trash: A Solution from Within?, 
50 

American Journal Of Nursing Company: 
Requesting Anatomical Gift Donation: 
A Nursing Perspective, 290 

Appalshop Films, Inc.: 
On Our Own Land, 45 

Arthur Mokin Productions, Inc.: 
Frankenstein and the Heart Machine, 
103 


Barr Films: 

Digestion: Food to Energy, 101 + Ex- 
ploring the Ocean Floor With Jacques 
Y. Cousteau, 283 + Fleming: The Dis- 
covery of Penicillin, 289 + Fossils! Fos- 
sils!,51 + The Immune System: Your 
Magic Doctor, 103 + Lenses and Mag- 
nification, 50 + Thomas Edison: The 
Electric Light, 287 + Tsiolkovski: The 
Space Age, 291 


Beacon Films: 
The Marsh: Cattail Country, 94 + The 
Marsh: Nature’ s Nursery, 94 

Benchmark Films, Inc.: 
Edge of Ice, 45 + Kopjes: Islands in a 
Sea of Grass, 158 + The Legend of the 
Lightning Bird, 161 + Life on Ice, 285 
+ A Season in the Sun, 216 + Slime 
Molds: Plasmodial And Cellular, 285 
+ Together They Stand, 98 

Bergwall Productions, Inc.: 
Exploring Technology, 161 

BFA Educational Media: 
Air, 2nd revision, 283 + Animal 
Habitats, 2nd ed., 286 + The Great 
Lakes, Part 1,292 + The Great Lakes, 
Part 2,292 + Pond, 2nd ed., 285 + 
Seacoasts, 2nd ed., 152 + Snow, 2nd 
revision, 283 

Brighton Video: 
Margaret Mead and Samoa, 45 

Bullfrog Films, Inc.: 
Banana, Banana, Banana Slugs, 97 + 
Equatorial River: The Amazon, 45 + 
Growing Pains, 106 
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Carle Medical Communications: 
AIDS: A Family Experience, 100 + 
One of Our Own: Dealing With AIDS 
in the Workplace, 104 + The Recovery 
Series,46 + Turnaround: A Story of 
Recovery, 90 

Carolina Biological Supply Co.: 
Death Trap, 52 + Stephen Hawking: 
The Universe Within, 292 

Centre Productions, Inc.: 
The Mayans: Apocalypse Then, 45 

Churchill Films: 
About Your Body, Parts 1 and 2,284 
The Body Fights Disease, revised, 100 
+ The Final Score, 276 + Growing, 
Growing, revised, 285 + Learning 
about Eating Disorders, 220 + 
Pregnant Teens: Taking Care, revised, 
280 + The Tree: A Living Community 
285 

The Cinema Guild: 
Plena is Work, Plena is Song, 273 + 
The Space Experience, 165 

Clearvue, Inc.: 
Drugs: What Goes Up Must Come 
Down, 90 + Isaac Asimov’ s Universe, 
Series One, 91 + Isaac Asimov’ s 
Universe, Series Two, 91 + Lasers, 92 
+ A New Look At Dinosaurs, 155 

Consortium for Mathematics and Its 
Applications: 
Against All Odds: Inside Statistics, 48 

Coronet Films & Video: 
Ambush!, 95 + The Amish: A Family 
Legacy, 107 + Animals With 
Backbones, 2nd ed., 97 + Animals 
Without Backbones, 2nd ed., 97 + 
Butterflies, 97 + Coniferous Forest, 51 
+ Deciduous Forest, 51 + Lakes and 
Streams, 52 + Patterns of Diversity, 52 
+ Patterns of Evolution, 52 + Puffins, 
98 + Tree of Thorns, 95 + Zebras, 98 


Disney Educational Media: 
Johnson Space Center, 106 + The 
Living Seas, 94 + San Diego Zoo, 98 
Documentaries for Learning: 
Angels Don’t Have Headlights: 
Children’s Reactions to Death in the 
Family, 162 
Documentary Educational Resources: 
Peter, Donald, Willie, Pat, 272 
Durrin Productions: 
Promises To Keep, 273 


EcoVentures, Ltd.: 
Masai Mara Lions and Virunga Goril- 
las, 98 

Educational Film & Video Project: 
The River that Harms, 46 

Emergency Film Group: 
Anhydrous Ammonia, 291 + Chlorine, 
291 
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ETR Associates/Network Publications: 
Everyone Can Avoid AIDS, 103 


Filmmakers Library, Inc.: 
Borderline Syndrome: A Personality 
Disorder of Our Time, 152 

Films for the Humanities, Inc.: 
Adaptation to Site, 94 + Ants in Your 
Plants: A Delicate Co-Existence, 94 + 
Asthma, 219 + The Blue Whale, 159 + 
Charles Darwin, 158 + Controlling 
Pain, 288 + Creating And Replacing 
Body Parts, 288 + Critical Conditions: 
The Nursing Shortage, 162 + Cystic 
Fibrosis,220 + Dental Health Update, 
220 + Digestive Disorders,220 + 
Drugs from the Sea, 284 + The 
Ecology of the Forest, 285 + The 
Failing Heart, 288 + The Intimate 
Epidemic, 220+ The Last Word on 
Dinosaurs, 284 + A Matter of Fat, 104 
+ Mushrooms and Fungi, 286+ A 
New Breed, 165 + Nursing: A Medical 
Emergency, 162 + One Out of Eleven, 
162 + Our Aching Backs, 104 + Our 
Bones: A Delicate Matter, 104 + Plant 
Defenses, 94 + Plants in Peril, 158 + 
Reversing Paralysis,290 + Safer Sex, 
221 + Saving a Species, 158 + Stroke: 
Frontiers of Hope, 105,290 + Stroke: 
The New Treatments, 290 + Teaching 
Sex Ed in High School, 290 + Vines 
and Other Parasites, 159 + The War 
on Cholesterol, 106 + The World of 
Absolute Zero, 165 

Films Inc.: 
Cheese, 106 + Dinosaurs: Remains to 
Be Seen, 50 + The First Eden, 52 + 
Mathematical Investigations, 49 

First Run Features: 
Cane Toads: An Unnatural History, 97 

FMS Productions, Inc.: 
Shame and Addiction, 217 

Focus International, Inc.: 
Behavioral Treatment of Autistic 
Children, 44 

Focus Media, Inc.: 
The Active Atmosphere Series, 158 


Gerald T. Rogers Productions: 
The Rehearsal: Understanding Addic- 
tion, 217 

GPN: 
America in the Age of AIDS, 152 + 
Calculus, 153 + Emma And Grandpa, 
158 + Mathematics, 154 

Guidance Associates: 
Up One Day, Down the Next: Why Do 
I Feel the Way I Do? , 90 


Harada Productions: 
The Hawaiian Volcano: A Force for 
Creation, 92 


Hawkhill Associates, Inc.: 
Energy and Society, 165 + Energy 
Efficiency, 282 + Energy from Fusion, 
282 

Human Relations Media: 
Just Like Anyone Else: Living With 
Disabilities, 289 


Ideal Communications, Inc.: 
Losing Control, 90 

Insights Visual Productions, Inc.: 
Invent It!, 90 + Smaller Than The Eye 
Can See, 95 

The Institute of Electrical and 
Electronics Engineers, Inc.: 
Transducers and Sensors, 287 

Intermedia Arts: 
Clouded Land, 292 

IRL Press, Inc.: 
Immunology in Focus, 164 


John Seakwood: 

Walk Me to the Water, 164 
Journal Films, Inc.: 

The Mathematical Eye, 154 


KIDSVID: 
Dinosaurs, 284 

Knowledge Unlimited, Inc.: 
Superconductivity: Electricity’ s New 
Era, 50 


Landis-Trailwood Films: 
Elk of the Northern Herd, 286 

Landmark Films, Inc.: 
Computer Dreams, 44 + Jenny’ sArctic 
Diary,44 + The Medical Aspects of 
Mental Retardation, 104 

Live Wire Video Publishers: 
Communicating With Parents, 272 + 
The Power of Choice, 272 + 
Self-esteem, 272 


Lucerne Media: 
The Air We Breathe, 154 + Rates of 
Chemical Reaction: Effects of 
Temperature and Concentration, 155 + 
Vapor Pressure: Boiling Points and 
Distillation, 155 


The Media Guild: 
The Birth of Calculus, 280 + The Birth 
of Modern Geometry, 280 + Drifting 
Continents, 283 + Frontiers of Geol- 
ogy, 283 + The Liberation of Algebra, 
280 + Man-made Macromolecules: 
Polymers, 2nd ed., 291 + One Small 
Step, 291 + Organic Molecules in Ac- 
tion, 282 + The Periodic Table, 282 

Meridian Education Corp.: 
Developing Science Fair Projects, 
revised, 153 

Miramar Images, Inc.: 
Gift of the Whales, 216 





Moody Institute of Science: 
Water: A Treasure in Trouble, 152 


National Geographic Society: 
Animals That Live in Groups, 97 + 
Elephant, 161 + Food for Growing 
Bodies, 107 + Fusion: Work in 
Progress,92 + How Animals Move, 98 
+ It's About Time, 48 + Mysteries of 
Mankind, 52 + Physical Geography of 
North America Series, 107 + Ready, 
Set, Go: How Animals Move, 287 + 
Secrets of Animal Survival, 98 + Seren- 
geti Diary,217 + A World of Water, 283 

National Society of Professional 
Engineers: 
Gilbane Gold, 44 

New Day Films: 
Finding Our Way: Men Talk about 
Their Sexuality, 288 + Inside Life 
Outside, 276 + The Right To Be 
Mohawk, 273 

New Film Co., Inc.: 
Striped Bass: Mysterious 
Disappearance, 161 


PBS Video: 
Addictions, 287 + Aging, 216 + Depres- 
sion, 288 + Development, 216+ Pain 
and Healing, 289 + The Search For 
Mind, 216 

Perennial Education, Inc.: 
A is for AIDS, 100 + Alcoholism: The 
Drink That Destroys, 275 + Food Safe, 
107 + Tangled in a Threat, 105 

Pleasantville Media: 
AIDS: One Family’ s Story, 100 + 
Choosing to Wait: Sex and Teenagers, 
275 + The First-aid Video: First on the 
Scene, 103 + Nutrition and Exercise, 
107 + Sexually Transmitted Diseases: 
What You Should Know, 105 + 


Understanding AIDS: What Teens 
Need to Know, 105 

Point of View Productions: 
Water Baby: Experiences of Water 
Birth, 221 

Professional Research: 
Alzheimers’ s Disease, 100 + 
Childhood Cancer, 100 + Diet and 
Cancer, 101 + Living With Menopause, 
104 + You and Your Neck and Back, 
106 

Pyramid Film & Video: 
Coronary Heart Disease, 101+ A 
Different Door, 152 + Transplant, 105 
+ The Truth about Teachers, 280 


Rainbow Educational Video: 
The Fabulous Five: Our Senses, 162 + 
Our Flexible Frame: The Skeletal and 
Muscular Systems, 164 + Pumping 
Life: The Heart and Circulatory Sys- 
tem, 289 


Schwartz & Ecker Productions: 
Cholesterol Control: An Eater’ s Guide, 
101 

Select Media, Inc.: 

Face To Face With Aids, 103 

Spectral Films: 

The Honey Harvest, 286 

Sunburst Communications, Inc.: 

AIDS Alert for Youth, 287 + AIDS: 
One Family’ s Story, 288 + Cocaine 
and the Student Athlete, 276 + 
Cocaine/Crack: A Teenager’ s Story, 
276 + Nutrition and Exercise For The 
’90s,165 + Real People: Coping With 
Eating Disorders, 221 + Real People: 
Meet a Teenage Anorexic, 221 + Real 
People: Meet a Teenage Drug Addict, 
280 + Teens and Alcohol: The Hidden 
Problem, 280 


SVE, Inc.: 
Baby Animals of Long, Long Ago, 283 
+ Learning about Leaves, 286 + 
Observing Animal Families, 286 


Terra Nova Films, Inc.: 
Gentle Connections, 276 + Not Alone 
Anymore, 289 

Tropical Visions Video, Inc.: 
Volcano Scapes: Pele’s March to the 
Pacific! ;92 + Volcano Scapes II: 
Kilauea Volcano Rages On! ; 94 

TVOntario: 
Artificial Intelligence: Fulfilling the 
Dream, 216 + Cellular Respiration, 
284 + Organic Chemistry 2: Industrial 
Applications, 50 + Trigonometric 
Functions 1: Solving Triangles, 91 + 
Trigonometric Functions 2: Sinusoidal 
Waves, 282 


Union of Concerned Scientists: 
Greenhouse Crisis: The American 
Response, 274 

United Learning: 

Giants of Science, 153 + SuperSitters: 
A Training Course, 274 

University of California: Extension 
Media Ctr.: 

The Harris’ Hawk: A Return to the 
River, 97 


VCA 800/Jason’s Journey: 
Jason’ s Journey: A Quest for Chemistry, 
50 

Video Tutorial Service, Inc.: 
Decimals, 49 


Women Make Movies, Inc.: 
Bulimia and the Road to Recovery, 219 
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In our “Hands-on Science for Kids” feature, in the March/ 
April 1990 issue, page 222, we inadvertently left out the 
address for The Backyard Scientist. The address is: P.O. 
Box 16966, Irvine, CA 92713. - 
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